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OPEN 


FRONT ELEVATION 

EXTERIOR ELEVATIONS 


RIGHT ELEVATION 



FIN. CEILING 

i 
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REAR ELEVATION 


OPEN 


FIN. FLOOR 


LEFT ELEVATION 


COMMERCIAL TRUSSES AT 2-0” O.C. 
♦ 235 ASPHALT SHINGLES OVER 
^ 15 Rtlll niNR PAPFR AND 3 / 4 " 


2x4 FASCIA 
1 / 2 " PLY. SOFFIT 


2x6 INSULATION STOP 
TWO 2x4 PLATES 


WOOD SIDING OVEk ♦ 15 BUILDING 
PAPER AND 1 / 2 '' PLYWOOD SHEATHING 

2” RIGID INSULATION 



'/2“ GYPSUM BOARD 
4” BATT INSULATION 
2x4 STUDS AT 16” O.C. 

6" BASEBOARD 
SHOE MOULDING 

DUCT LOCATION IF PERIMETER HEATING IS USED 
FINISHED FLOOR^^ CONCRETE SLAB 


GRADE 


NOTE. 

ALL PLYWOOD IS TO 
BE EXTERIOR GRADE. 












REFR. 


REVOL. COR. CAB. 


ELEV. A ELEV. B 

KITCHEN ELEVATIONS 

12 " 0 l' 2 ’ 3 ' 4‘ 




TAMPED GRAVEL AND VAPOR BARRIER 
USE 6x6 ^10 W.W.M. IN CONCRETE 
INSULATED PIPE 

CONTINUOUS POURED CONCRETE FOUNDATION 8 FOOTINGS 
WITH 2 ^5 STEEL REINFORCEMENT BARS LOCATED AS SHOWN. 


TYPICAL WALL SECTION 
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1 2 '- a" 


CONSULT LOCAL BUILDING CODE AUTHOR- 
ITIES BEFORE STARTING CONSTRUCTION. 


FLOOR PLAN 





FORMER USDA PLAN NQ 7154 


HTR= HEATER 
VTR=VENT THRU ROOF 
WH = WATER HEATER 


LEGEND 

MARK 

DESCRIPTION 


FRAME 


WOOD 


CONCRETE 


INSULATION 


GRAVEL 


EARTH 


CEILING OUTLET 

hO 

WALL OUTLET 


DUPLEX CONV. OUTLET 

N© 

GROUNDED CONV. OUTLET 

-O 

SPECIAL PURPOSE 

s . 

SINGLE POLE SWITCH 

S3 

THREE WAY SWITCH 

^HC 

HOSE CONNECTION 


WASHER OUTLET 

h®D 

DRYER OUTLET 

h-#WH 

WATER HEATER 


HEATER OUTLET 

t-OPS 

OUTLET WITH PULL CHAIN 

»-Ooc 

DOOR CHIMES 




WATERPROOF CONV OUTLET 


DOOR SCHEDULE 


MARK 

DESCRI PTION 

SIZE 

QTY, 

1 

HOLLOW CORE -INTERIOR 

2'-8"x6-8f' 

2 

2 

HOLLOW CORE-INTERIOR 

2-6"x6'-8" 

1 

3 

WOOD BIFOLD 

5-0"x6'-8" 

1 

4 

SOUD CORE- EXTERIOR 

3'-6"x6'-8' 

1 

5 

SOLID CORE- EXTERIOR 

3'-0(‘x6-8' 

1 

6 

FOLDING PARTITION 

4-<y'x6l-8' 

1 

7 

WOOD BIFOLD 

4-0"x6:-8f 

2 

8 

PLYWOOD EXTERIOR 


1 

9 

FOLbiNG PARTITION 


1 


WINDOW SCHEDULE 

MARK 

DESCRI PTION 

SIZE 

OTY. 

A 

DOUBLE HUNG 

3'-0"x3'-2?' 

6 

B 

PLEXA6LAS PARTITION 

2'-6"x6Tff 

1 

C 

DOUBLE HUNG 

2'-4"x3-'-4' 

2 

D 

E 

WOOD CASEMENT 4-P 

8'-0"xS-Cl' 

1 

WOOD CASEMENT 5-P 

IO-0"x5'-Cl 

1 
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